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Message Text 


FOR OIC/NSU 

E.O.l 1652: N/A 
TAGS: ASEC, NSU 

SUBJECT: FIRE DETECTION SYSTEM 

1 . ON 07 MARCH, TWO HONEYWELL REPRESENTATIVES, MR. JERRY 
LEHR AND MR. WOLFGANG KAISERBERGER WERE REQUESTED TO MEET 
WITH CEC ALBERT DICK. THE PURPOSE OF THE MEETING WAS TO 
STUDY THE SCHEMATICS AND THOROUGHLY CHECK OUT THE NEWLY 
INSTALLED, BUT INOPERATIVE, FIRE DETECTION SYSTEM. 

2. AFTER A PRELIMINARY INVESTIGATION, IT WAS DETERMINED 
THAT THE INSTALLATION AND WIRING WAS CORRECT AND PROPERLY 
INSTALLED. ALL TERMINALS AND CONTACTS WERE DOUBLE 
CHECKED IN THE ATTEMPT TO DETERMINE THE DEFICIENCY. THE 
POWER WAS AGAIN INJECTED INTO THE PANEL BOARD, BUT WITH 
NEGATIVE RESULTS. 

3. IT WAS THEN DETERMINED THAT EITHER THE SCHEMATICS 
USED TO INSTALL THE MODULES ARE NOT THE PROPER PRINTS OR 
WE RECEIVED SOME DEFECTIVE MODULES. 

4. A COPY OF THE SCHEMATICS WAS RELEASED TO MR. LEHR 
WITH THE UNDERSTANDING THAT HE WOULD CONSULT HIS VIENNA 
OFFICE TO VERIFY THAT WE INDEED HAVE THE CORRECT SCHEMA- 
TICS. IF IT PROVES OUT THAT THE SCHEMATICS ARE CORRECT, 
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THEN A HONEYWELL TECHNICIAN WILL RETURN WITH EQUIPMENT 
TO CHECK OUT MODULE UNITS. 

5. THE TIME INVOLVED IN ATTEMPTING TO CORRECT THIS 
PROBLEM MAY TAKE UP TO TWO WEEKS. WE WILL ADVISE YOU 
ON THE OUTCOME. TOON 
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